Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Text 



UNCLASSIFIED 

PAGE 01 BONN I7I02 28I530Z 

45 

ACTION SY- 10 

INFO OCT-OI ST-0 1 ISO-00 EUR-06 /018W 

I0I593 

R28I3I3ZNOV 73 
FM AMEMBASSY BONN 
TO SECSTATE WASHDC 8928 
INFO AMCONSUL STUTTGART 

UNCLAS BONN I7I02 

FOR SY/FO 

E.O. 1 1652: N/A 
TAGS: ASEC 

SUBJECT: MYLAR CLEAR PLASTIC SHEETS AND INSTALLATION 
KIT 

1 . RSO REQUESTS ASSISTANCE IN ASCERTAINING THE FOLLOW- 
UP OF EMBASSY PURCHASE ORDER NUMBER 4240-340284 
(73/L0L6) DATED APRIL L7, L973 AND PURCHASE ORDER 
NUMBER 4240-340284-A-L (73/L0L6-A-L) DATED MAY 2L, 

L973. VENDOR IS MATERIAL DISTRIBUTION CORPORATION, 

64 NEW INDUSTRIAL PARKWAY, WOBURN, MASS., 0L80L, 

ATTN: MR. JAMES H. AKER, JR. EMBASSY HAS RECEIVED 
THE ROLLS OF MYLAR ALTHOUGH THE INSTALLATION KIT 
(ADHESIVE, ETC.) HAS NOT BEEN RECEIVED. EMBASSY HAS 
SENT EOLLOW UP THROUGH DEPARTMENT ST/IOS AND HAS RE- 
CEIVED NO REPLY CONCERNING THE STATUS OF THIS MATERIAL. 

2. DURING MR. ROBERT BARBER, DIRECTOR, USIA SECURITY, 
VISIT TO BONN, HE MENTIONED THE EXISTENCE OE FILMS 
THAT COULD BE MADE AVAILABLE CONCERNING TEST RESULTS 
AND INSTALLATION PROCEDURES FOR MYLAR. 

HILLENBRAND 
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Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BONN17102 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 19/aaaaageq.tel 
Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13-Aug-2001 by maustmo; APPROVED <28-Aug-2001 by kellerpr> 
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Secure: OPEN 
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